


U. S. BRANCH 


Telephone OLiver 4-6060 
Cable Address: ASKANIA 
Bethesda, Md. 


4913 Cordell Avenue 
Bethesda 14, Maryland 


October 8, 1964 


20014 


INTERLOCKING SYSTEMS CO. 
P. 0. Box 3546 
Poughkeepsie 3, N. T. 


Attn: Mr. T. H. Nelson, Systems Engineer 


Dear Mr. Nelson: 

Thank you very much for your inquiry on the ASKANIA Optical Lens Bench 
which has been forwarded to us by the I&CS ’’Buyers' Guide”. 

Hereto attached plese find our Pamphlet E13Q8b on the Optical Bench 
Pob 125 along with our current price list. For your information we 
are also enclosing our'leaflet U21fE describing the entire manufacturing 
program of the ASKANIA-WERXE. 

If you need any further informations please do not hesitate to call upon 
us. 


Yours very truly. 


ASKANIA-WERKE 
DIVISION OF CONTINENTAL ELEKTROINDUSTRIE A.G. 



EncIs. 

TampKIet E 1308b 
Price List 
Leaflet U21fE 


Sale and Service of Precision Instruments for Science and Industry 






















